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2.  He was a very cruel king, and a
good many English soldiers had gone to
help some of his people to fight against
him.     Philip   did   not   like   this,   and
besides he wanted to keep for himself all
that great country across the seas called
America.

3.  The  English   people  did  not  see
why they should not go to America as
well  as  the  Spaniards,     But   English
sailors were always  ready to fight the
Spanish sailors, and then to take all the
gold and silver that they could find in
the Spanish ships.

4.  This made Philip very angry, and
he   made  up  his mind to punish the
English and their Queen.     At last all
Philip's fine large ships were ready, and
very pretty they looked.     They sailed
along until they came so close to England
that they could be seen from the cliffs.

5.  How do you think those who saw
them first let all the people in England
know that the Spaniards were corning?